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LIMITED OFFICIAL USE 
PAGE 01 ISTANB 02052 260739Z 
12 

ACTION PM-07 

INFO OCT-01 EUR-25 ISO-OO CIAE-00 INR-11 NSAE-00 RSC-01 

DODE-OO EB-11 DRC-01 /057 W 

128502 

R 260625Z IUL 74 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 5373 
INFO AMEMBASSY ANKARA 
NAVY JAG 
CINCUSNAVEUR 



LIMITED OFFICIAL USE ISTANBUL 2052 

E.O. 11652: N/A 
TAGS: MOPS,TU 

SUB J : USS INDEPENDENCE CABLE DAMAGE - IETT CLAIM 
REF: ISTANBUL 1908 

TO DATE RELEASE DOCUMENTS FOR IETT NOT RPT NOT RECEIVED. 
PLEASE INFORM WHEN WE CAN EXPECT THEM TO ARRIVE. WE 
NOTE THAT RELEASE DOCUMENTS FOR PTT RETURNED AND CHECK 
DELIVERED BY EMB. ANKARA. 

MACE 



LIMITED OFFICIAL USE 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LITIGATION, COMMUNICATION LINES, NAVAL SHIPS, COST ESTIMATES, USS INDEPENDENCE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: kelleywO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ISTANB02052 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740203-0047 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974071 5/aaaaamlr. tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: ISTANBUL 1908 

Review Action: RELEASED, APPROVED 

Review Authority: kelleywO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 27 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 AUG 2002 by boyleja>; APPROVED <24 FEB 2003 by kelleyw0> 
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Review Referrals: n/a 
Review Release Date: n/a 
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Review Transfer Date: 
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Secure: OPEN 
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